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QUESTION: 44 
Which Power Systems server supports the 12X PCIe I/O Drawer? 


A. Power 710 
B. Power 730 
C. Power 750 
D. Power 755 


Answer: C 


QUESTION: 45 
What is one advantage that Power VM has over HP? 


A. PowerVM can share I/O resources between VMs; HP does not. 

B. PowerVM supports up to 64 CPUs per VM; HP only supports 8. 

C. PowerVM benefits from an intermediary host OS; HP does not use one. 

D. PowerVM supports up to 64GB of RAM per VM; HP IVM supports up to 
2TB. 


Answer: A 


QUESTION: 46 
Which components can be retained when transitioning to a high-end POWER7 
server? 


A. Light Panel 

B. Memory DIMMS 

C. System Controllers 

D. Bulk Power Controllers 


Answer: B 
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